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9-5 IP Board Schematic Diagram(LE20S51BP) 


PART SPEC 


2.0 

3.0 

3.1 


SCOPE 

THIS DOCUMENT DEFINES FOR A AC ADAPTER & INVERTER INTERNAL TYPE, IP-51135T, 13VDC/3. 1A, 
5 . 1VDC/2 . 0A (VENICE 20") 

RELATED DOCUMENTS 
REQUIREMENTS 
PHYSICAL CHARACTERISTICS 
3.1.1 DIMENSION & APPEARANCE 

1) DIMENSION (Unit:mm ) 148(L) *135(W)*26(H) 



J U 





3.1.2 WIRE SPEC 



(D © 


NO 

NAME OF PARTS 

SPECIFICATION 

UNIT 

Q'TY 

REMARK 

1 

HOUSING 

SMH200-09 

EA 

1 

YEONHO 

2 

TERMINAL 

YST200 

EA 

9 

YEONHO 

3 

HOUSING 

YBNH200-09/B201 1 H02-09 

EA 

1 

YEONHO/JWT 

4 

TERMINAL 

YBST200/B201 1TOB-B2E 

EA 

9 

YEONHO/JWT 

5 

LEAD WIRE 

UL1007 #24 

EA 

1 

UL/CSA 
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4.0 INTERNAL CIRCUIT DIAGRAM 
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